AMENDMENT NO. 1 JUNE 2012 
TO 
IS 302-2-30 : 2007 SAFETY OF HOUSEHOLD AND 
SIMILAR ELECTRICAL APPLIANCES 


PART 2 PARTICULAR REQUIREMENTS 
Section 30 Room Heaters 


(Page 6, clause 19.109, para 2) — Substitute the following for the 
existing: 


‘The temperature rise of the wall shall not exceed 150 K.’ 


(ET 32) 
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